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LIST OF PARTICIPATING POLITICAL PARTIES 


PARTYTYPE ABBREVIATION PARTY 


NATIONAL PARTIES 
1. BJS BHARATIYA JAN SANGH 
2. CPI COMMUNIST PARTY OF INDIA 
3. CPM COMMUNIST PARTY OF INDIA (MARXIST) 
4. INC INDIAN NATIONAL CONGRESS 
5. PSP PRAJA SOCIALIST PARTY 
6. RPI REPUBLIC PARTY OF INDIA 
7. SSP SANGHATA SOCIALIST PARTY 
8. SWA SWATANTRA PARTY 
INDEPENDENTS 
9. IND INDEPENDENT 


rptListOfParticipatingPoliticalParties - Page 1 of 1 


Election Commission of India - State Election, 1967 to the Legislative Assembly of Haryana 


OTHER ABBREVIATIONS AND DESCRIPTION 


ABBREVIATION 


FD 
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DESCRIPTION 


Forfeited Deposits 

General Constituency 

Reserved for Scheduled Castes 
Reserved for Scheduled Tribes 
Men 

Women 

Total 

National Party 

State Party 

Registered (Unrecognised) Party 


Independent 
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HIGHLIGHTS 


1. NO.OF CONSTITUENCIES 


TYPE OF CONSTITUENCY 


NO. OF CONTESTANTS 11-15 | Abovel5 
IN A CONSTITUENCY 


TOTAL CONTESTANTS IN FRAY : 471 

AVERAGE CONTESTANTS PER CONSTITUENCY : 6 

MINIMUM CONTESTANTS IN A CONSTITUENCY : 2 IN 50-FEROZPUR JHIRKA 

MAXIMUM CONTESTANTS IN A CONSTITUENCY - : 12 IN 37-ROHAT And 66 - TOSHAM 
3. ELECTORS 


NO. OF ELECTORS 2330439 2057541 4387980 


| ii, NO. OF ELECTORS WHO VOTED | OF ELECTORS WHO VOTED 1755485 1432461 | 3187946 | 
iii. Ea eel PERCENTAGE 75.33% 69.62% ee 


4. NO.OF VALID VOTES : 17512945 
5. NO.OF VOTES REJECTED : 931825 (29.23 of Total Votes Polled 
6. NO.OF POLLING STATIONS : A741 


7. AVERAGE NO. OF ELECTORS 
PER POLLING STATION : 926 


8. PERFORMANCE OF WOMEN CANDIDATES VIS-A-VIS MEN CANDIDATES 


| i mecrD sd 
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LIST OF SUCCESSFUL CANDIDATES 


CONSTITUENCY 
. KALKA 
. NARAINGARH 
CHHACHROLI (SC) 
. JAGADHRI 
. YAMUNANAGAR 
. MULLANA (SC) 


NAGGAL 


AMBALA CANTONMENT 


AMBALA 
SHAHABAD 
THANESAR 
BABAIN (SC) 


. NILOKHERI 


INDRI 


. KARNAL 


JUNDLA (SC) 


. GHARAUNDA 
. SAMBHALKA 
. PANIPAT 


NAULTHA 


. RAJAUND (SC) 
. PUNDRI 
. SHERHADA 


KAITHAL 


. PEHOWA 


KALYAT (SC) 


. NARWANA 
. JIND 
. JULANA 


SAFIDON 


. MEHAM 
. BARODA (SC) 
. GOHANA 


KAILANA 


. SONEPAT 


RAI 


. ROHAT (SC) 

. HASSANGARH 
. KILOI 

. ROHTAK 


WINNER 

L. SINGH 

L. SINGH 

R. PARKASH 
D. PRAKASH 
B. DAYAL 
R. PRASAD 
LAKHWATI 
D.R. ANAND 
F. CHAND 

J. CHANDER 
D. PRAKASH 
C. RAM 

S. RAM 

P. DEVI 

R. LAL 

R. KISHAN 
M. CHAND 
RANDHIR 

F. CHAND 
M. SINGH 

R. SINGH 

R. P. SINGH 
P. A. J. SINGH 
O. PRABHA 
C. LAL 
MARU 

S. SINGH 

D. KISHAN 
D. SINGH 

S. KRISHAN 
M. SINGH 

R. DHARI 

R. DHARI 

R. SINGH 

M. LAL 

R. RAM 

B. SINGH 

S. CHAND 

S. NATH 


M. SEIN 
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41. 
42. 
43. 
44, 
45, 
46. 
47. 
48. 
49. 
50. 
51. 
52. 
53. 
54, 
55. 
56. 
57. 
58. 
59. 
60. 
61. 
62. 
63. 
64, 
65. 
66. 
67. 
68. 
69. 
70. 
71. 
72. 
73. 
74, 
75. 
16. 
77. 
78. 
79. 
80. 
81. 
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CONSTITUENCY 
KALANAUR 

BERI 

SALHAWAS (SC) 
JHAJJIAR 
BHADURGARH 
FARIDABAD 
BALLABHGARH 
PALWAL 
HASSANPUR (SC) 
FEROZPUR JHIRKA 
NUH 

HATHIN 

SOHNA 
GURGAON 
PATAUDI 
REWARI 

BAWAL (SC) 
JATUSANA 

ATELI 

NARNAUL 
MAHENDRAGARH 
KANINA 

BADHRA 

DADRI (SC) 
LOHARU 
TOSHAM 
BHIWANI 
MUNDHAL KHURD 
NARNAUND 
HANSI 
BAWANIKHERA (SC) 
ADAMPUR 
HISSAR 
BARWALA (SC) 
TOHANA 
FATEHABAD 
BADOPAL 

SIRSA 

RORI 

DABWALI (SC) 
ELLENABAD 


WINNER 

N. SINGH 

P. S. DAULATA 
P. CHAND 

M. SINGH 

H. LAL 

K. D. KAPIL 

T. RAM 

DHAN SINGH 
G. LAL 

D. MOHAMMAD 
R. KHAN 

D. SINGH 

M. SINGH 

P. S. THAPRAN 
B. SINGH 

S. DEVI 

K. LAL 

J. SINGH 

SINGH 

LAL 

. SINGH 
SINGH 

. SINGH 

RAI 

. NAND 

LAL 


Beet O>P oO mw 2 


DEV 
J. SINGH 
R. DATT 
H. SINGH 
J. NATH 
H. SINGH 
S. LATA 
P. SINGH 
H. SINGH 
G. RAI 
M. RAM 
L. DASS 
P. S. DASS 
K. RAM 
P. SINGH 
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PERFORMANCE OF POLITICAL PARTIES 


PARTY SEATS VOTES POLLED VOTE % IN 
So feawege tne Sate fF gee Ct ea  [U9G@)| eae SEATS 
CONTESTED WON FD VOTES % CONTESTED 
NATIONAL PARTIES 
1. BJS 48 12 21 436145 14.39% 24.58% 
2. CPI 12 0 12 27238 0.90% 6.02% 
3. CPM 8 0 8 16379 0.54% 5.57% 
4. INC 81 48 0 1252296 41.33% 41.33% 
5. PSP 3 0 3 6477 0.21% 5.59% 
6. RPI 24 2 20 87861 2.90% 9.74% 
7. SSP 23 0 17 108172 3.57% 13.02% 
8. SWA 12 3 7 96410 3.18% 21.59% 
211 65 88 2030972 67.03% 
INDEPENDENTS 
9. IND 260 16 196 998969 32.97% 34.22% 
260 16 196 998969 32.97% 
Grand Total : 471 81 284 3029941 
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CANDIDATES DATA SUMMARY 


TYPE OF CONSTITUENCY 
GEN SC ST 

1. NO.OF CONSTITUENCIES 66 15 0 
2. NOMINATIONS FILED 

a. Men 629 147 0 

b. Women 0 0 0) 

c. Total 629 147 0) 
3. NOMINATIONS REJECTED 

a. Men 15 5 0) 

b. Women 0) 0 0 

c. Total 15 5 0 
4. NOMINATIONS WITHDRAWN 

a. Men 252 33 0) 

b. Women 0 0 0) 

c. Total 252 33 0 
5. CONTESTING CANDIDATES 

a. Men 362 109 0) 

b. Women 0 0 

c. Total 362 109 


6. FORFEITED DEPOSITS 


a. Men 
b. Women 


c. Total 
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CANDIDATES DATA SUMMARY 


TYPE OF CONSTITUENCY 
GEN SC ST 

1. NO.OF CONSTITUENCIES 66 15 0 
2. NOMINATIONS FILED 

a. Men 629 147 0 

b. Women 0 0 0) 

c. Total 629 147 0) 
3. NOMINATIONS REJECTED 

a. Men 15 5 0) 

b. Women 0) 0 0 

c. Total 15 5 0 
4. NOMINATIONS WITHDRAWN 

a. Men 252 33 0) 

b. Women 0 0 0) 

c. Total 252 33 0 
5. CONTESTING CANDIDATES 

a. Men 362 109 0) 

b. Women 0 0 

c. Total 362 109 


6. FORFEITED DEPOSITS 


a. Men 
b. Women 


c. Total 
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ELECTORS DATA SUMMARY 


1. NO. OF CONSTITUENCIES 


2. ELECTORS 


a. Men 
b. Women 


c. Total 


3. ELECTORS WHO VOTED 


a. Men 
b. Women 


c. Total 


4. POLL PERCENTAGE 


5. VALID VOTES 


6. REJECTED VOTES 


a. Votes 


b. Percentage 


7. MISSING VOTES 


8. NO. OF POLLING STATIONS 


9. AVERAGE NO. OF 
ELECTORS PER POLLING 
STATION 
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GEN 


66 


1895831 
1674546 
3570377 


1441326 
1190217 
2631543 


73.70 


203148972 


TYPE OF CONSTITUENCY 


SC 


15 


434608 
382995 
817603 


314159 
242244 
556403 


68.05 


42276249 


2792394 
501.87 


ST 


#Num! 


TOTAL 


81 


2330439 
2057541 
4387980 


1755485 
1432461 
3187946 


72.65 


245425221 


12798405 
401.46 
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WOMEN CANDIDATES 


Votes 


Statu Winner's Margin 


Total 
Valid 
Votes 


7- NAGGAL 


CONSTITUENCY 
Rank CANDIDATE PARTY 
1 LAKHWATI INC 
14- INDRI 
1 P. DEVI INC 


24- KAITHAL 
1 O. PRABHA INC 
37 - ROHAT (SC) 


9 C. WATI IND 
41 - KALANAUR 


3 K. DEVI SSP 
56 - REWARI 
1 S. DEVI INC 


63 - BADHRA 

2 CHANDRAWATI INC 
80 - DABWALI (SC) 

5 BEGAN IND 


Votes Polled 
Votes % 
17494 54,32 
17056 46.92 
21933 51.56 
2530.81 
6379 18.04 
18474 56.00 
9635 23.84 
483 «1.47 


F 


17494 


17056 


21933 


13001 


18103 


18474 


15003 


15221 


0 


12748 


11724 


5368 


14738 


32204 


36351 


42538 


31069 


35356 


32990 


40411 


32800 


N.B. : Candidate Status : W - Winner, F - Forfeited Deposit, N - Not Won and not Forfeited Deposit. 


Total Women Contestants: 8 
Total Elected Women : 4 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 1-KALKA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : IND 
Runner up : INC 


MARGIN -: 701 
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MALE FEMALE TOTAL 
54716 0 54716 
54716 0 54716 
41210 0 41210 

0 0 0 
41210 0 41210 
41210 75.32% of Total Electors) 
39477 
1733 4.21% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
L. SINGH 12787 
K. LAL 12086 


1.78% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 2 - NARAINGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56067 0 56067 
2. SERVICE 
3. TOTAL 56067 0 56067 
I. ELECTORS WHO VOTED 
1. GENERAL 39261 0 39261 
2. POSTAL 0 0 0 
3. TOTAL 39261 0 39261 
IV. VOTES 
1. POLLED 39261 70.03% of Total Electors) 
2. VALID 36803 
3. REJECTED 2458 6.26% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC L. SINGH 16691 
Runner up : BJS R. N. SARUP 8528 
MARGIN: 8163 22.18% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 3 - CHHACHROLI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 57364 0 57364 
2. SERVICE 
3. TOTAL 57364 0 57364 
I. ELECTORS WHO VOTED 
1. GENERAL 39571 0 39571 
2. POSTAL 0 0 0 
3. TOTAL 39571 0 39571 
IV. VOTES 
1. POLLED 39571 68.98% of Total Electors) 
2. VALID 36543 
3. REJECTED 3028 7.65% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC R. PARKASH 15525 
Runner up : IND P. CHAND 14605 
MARGIN: 920 2.52% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 4-JAGADHRI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 48041 0 48041 
2. SERVICE 
3. TOTAL 48041 0 48041 
I. ELECTORS WHO VOTED 
1. GENERAL 37723 0 37723 
2. POSTAL 0 0 0 
3. TOTAL 37723 0 37723 
IV. VOTES 
1. POLLED 37723 78.52% of Total Electors) 
2. VALID 35664 
3. REJECTED 2059 5.46% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJS D. PRAKASH 14665 
Runner up : INC G. SINGH 12856 
MARGIN: 1809 5.07% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 5 - YAMUNANAGAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 57429 0 57429 
2. SERVICE 
3. TOTAL 57429 0 57429 
I. ELECTORS WHO VOTED 
1. GENERAL 43569 0 43569 
2. POSTAL 0 0 0 
3. TOTAL 43569 0 43569 
IV. VOTES 
1. POLLED 43569 75.87% of Total Electors) 
2. VALID 42039 
3. REJECTED 1530 3.51% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC B. DAYAL 22043 
Runner up : BJS R. LAL 15419 
MARGIN: 6624 15.76% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 6- MULLANA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 52219 0 52219 
2. SERVICE 
3. TOTAL 52219 0 52219 
I. ELECTORS WHO VOTED 
1. GENERAL 33858 0 33858 
2. POSTAL 0 0 0 
3. TOTAL 33858 0 33858 
IV. VOTES 
1. POLLED 33858 64.84% of Total Electors) 
2. VALID 31777 
3. REJECTED 2081 6.15% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: RPI R. PRASAD 16694 
Runner up : INC S. RAM 12321 
MARGIN: 4373 13.76% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 7 - NAGGAL 


MALE TOTAL 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


Il ELECTORS 
1. GENERAL 49071 0 49071 


2. SERVICE 
3. TOTAL 49071 0 49071 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 0 0 0 
3. TOTAL 


34012 0 


34012 0 


IV. VOTES 
1. POLLED 34012 


2. VALID 


69.31% of Total Electors) 


32204 


3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : INC 
Runner up : IND 


MARGIN - : 5064 


rptConstituencySummary - Page 7 of 81 


1808 5.32% of Total Votes Polled) 
0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
LAKHWATI 17494 
M. SINGH 12430 


15.72% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 8- AMBALA CANTONMENT 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 38934 0 38934 
2. SERVICE 
3. TOTAL 38934 0 38934 
I. ELECTORS WHO VOTED 
1. GENERAL 28032 0 28032 
2. POSTAL 0 0 0 
3. TOTAL 28032 0 28032 
IV. VOTES 
1. POLLED 28032 72.00% of Total Electors) 
2. VALID 27233 
3. REJECTED 799 2.85% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC D. R. ANAND 11343 
Runner up : BJS P. NATH 10845 
MARGIN: 498 1.83% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 9- AMBALA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 45123 0 45123 
2. SERVICE 
3. TOTAL 45123 0 45123 
I. ELECTORS WHO VOTED 
1. GENERAL 32371 0 32371 
2. POSTAL 0 0 0 
3. TOTAL 32371 0 32371 
IV. VOTES 
1. POLLED 32371 71.74% of Total Electors) 
2. VALID 31461 
3. REJECTED 910 2.81% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJS F. CHAND 15887 
Runner up : INC A. G. KHAN 8973 
MARGIN: 6914 21.98% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 10 -SHAHABAD 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 44788 0 44788 
2. SERVICE 
3. TOTAL 44788 0 44788 
I. ELECTORS WHO VOTED 
1. GENERAL 34135 0 34135 
2. POSTAL 0 0 0 
3. TOTAL 34135 0 34135 
IV. VOTES 
1. POLLED 34135 76.21% of Total Electors) 
2. VALID 31864 
3. REJECTED 2271 6.65% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC J. CHANDER 11074 
Runner up : BJS K. CHAND 10778 
MARGIN: 296 0.93% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 11-THANESAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 48691 0 48691 
2. SERVICE 
3. TOTAL 48691 0 48691 
I. ELECTORS WHO VOTED 
1. GENERAL 37770 0 37770 
2. POSTAL 0 0 0 
3. TOTAL 37770 0 37770 
IV. VOTES 
1. POLLED 37770 77.57% of Total Electors) 
2. VALID 35551 
3. REJECTED 2219 5.88% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC D. PRAKASH 18659 
Runner up : BJS B. SINGH 14822 
MARGIN: 3837 10.79% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 12 - BABAIN (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 49862 0 49862 
2. SERVICE 
3. TOTAL 49862 0 49862 
I. ELECTORS WHO VOTED 
1. GENERAL 38052 0 38052 
2. POSTAL 0 0 0 
3. TOTAL 38052 0 38052 
IV. VOTES 
1. POLLED 38052 76.31% of Total Electors) 
2. VALID 36015 
3. REJECTED 2037 5.35% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC C. RAM 21884 
Runner up : BJS R. DIA 11724 
MARGIN: 10160 28.21% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 13 - NILOKHERI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 44039 0 44039 
2. SERVICE 
3. TOTAL 44039 0 44039 
I. ELECTORS WHO VOTED 
1. GENERAL 33284 0 33284 
2. POSTAL 0 0 0 
3. TOTAL 33284 0 33284 
IV. VOTES 
1. POLLED 33284 75.58% of Total Electors) 
2. VALID 31369 
3. REJECTED 1915 5.75% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJS S. RAM 10605 
Runner up : IND C. SINGH 9294 
MARGIN: 1311 4.18% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 14-INDRI 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


MALE FEMALE TOTAL 
51738 0 51738 
51738 0 51738 
39004 0 39004 

0 0 0 
39004 0 39004 
39004 75.39% of Total Electors) 
36351 
2653 6.80% of Total Votes Polled) 


0 


0 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC P. DEVI 17056 
Runner up : BJS T. RAM 5885 
MARGIN : 11171 30.73% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 15 - KARNAL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 51136 0 51136 
2. SERVICE 
3. TOTAL 51136 0 51136 
I. ELECTORS WHO VOTED 
1. GENERAL 39011 0 39011 
2. POSTAL 0 0 0 
3. TOTAL 39011 0 39011 
IV. VOTES 
1. POLLED 39011 76.29% of Total Electors) 
2. VALID 37293 
3. REJECTED 1718 4.40% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJS R. LAL 11702 
Runner up : INC L. RAM 9215 
MARGIN: 2487 6.67% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 16 - JUNDLA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 50145 0 50145 
2. SERVICE 
3. TOTAL 50145 0 50145 
I. ELECTORS WHO VOTED 
1. GENERAL 33376 0 33376 
2. POSTAL 0 0 0 
3. TOTAL 33376 0 33376 
IV. VOTES 
1. POLLED 33376 66.56% of Total Electors) 
2. VALID 31255 
3. REJECTED 2121 6.35% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC R. KISHAN 10843 
Runner up : RPI B. RAM 10696 
MARGIN: 147 0.47% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 17 -GHARAUNDA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


21-02-1967 


VII. RESULT 
PARTY 
Winner : INC 


Runner up : BJS 


MARGIN - : 1170 2.88% 
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MALE FEMALE TOTAL 
56442 0 56442 
56442 0 56442 
43657 0 43657 

0 0 0 
43657 0 43657 
43657 77.35% of Total Electors) 
40574 
3083 7.06% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
M. CHAND 13906 
R. SINGH 12736 


of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 18 -SAMBHALKA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


21-02-1967 


VII. RESULT 
PARTY 
Winner : BJS 


Runner up : INC 


MARGIN -: 114 0.29% 
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MALE FEMALE TOTAL 
56590 0 56590 
56590 0 56590 
42804 0 42804 

0 0 0 
42804 0 42804 
42804 75.64% of Total Electors) 
39746 
3058 7.14% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
RANDHIR 12215 
K. SINGH 12101 


of Total Valid Votes ) 


26 


Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 19 - PANIPAT 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 54919 0 54919 
2. SERVICE 
3. TOTAL 54919 0 54919 
I. ELECTORS WHO VOTED 
1. GENERAL 43028 0 43028 
2. POSTAL 0 0 0 
3. TOTAL 43028 0 43028 
IV. VOTES 
1. POLLED 43028 78.35% of Total Electors) 
2. VALID 41159 
3. REJECTED 1869 4.34% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJS F. CHAND 20459 
Runner up : INC H. RAI 18134 
MARGIN: 2325 5.65% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 20-NAULTHA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 48723 0 48723 
2. SERVICE 
3. TOTAL 48723 0 48723 
I. ELECTORS WHO VOTED 
1. GENERAL 37838 0 37838 
2. POSTAL 0 0 0 
3. TOTAL 37838 0 37838 
IV. VOTES 
1. POLLED 37838 77.66% of Total Electors) 
2. VALID 35619 
3. REJECTED 2219 5.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC M. SINGH 12943 
Runner up : IND D. SINGH 9504 
MARGIN: 3439 9.65% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 21-RAJAUND (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60950 0 60950 
2. SERVICE 
3. TOTAL 60950 0 60950 
I. ELECTORS WHO VOTED 
1. GENERAL 44291 0 44291 
2. POSTAL 0 0 0 
3. TOTAL 44291 0 44291 
IV. VOTES 
1. POLLED 44291 72.67% of Total Electors) 
2. VALID 40643 
3. REJECTED 3648 8.24% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC R. SINGH 16992 
Runner up : SWA B. SINGH 10932 
MARGIN: 6060 14.91% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 22 - PUNDRI 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


MALE FEMALE TOTAL 
52792 0 52792 
52792 0 52792 
43146 0 43146 

0 0 0 
43146 0 43146 
43146 81.73% of Total Electors) 
41074 
2072 4.80% of Total Votes Polled) 


0 


0 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC R. P. SINGH 20143 
Runner up : IND I. SINGH 13670 
MARGIN : 6473 15.76% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 23 -SHERHADA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 54771 0 54771 
2. SERVICE 
3. TOTAL 54771 0 54771 
I. ELECTORS WHO VOTED 
1. GENERAL 43563 0 43563 
2. POSTAL 0 0 0 
3. TOTAL 43563 0 43563 
IV. VOTES 
1. POLLED 43563 79.54% of Total Electors) 
2. VALID 40449 
3. REJECTED 3114 7.15% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND P. A. J. SINGH 12080 
Runner up : INC S. SINGH 11641 
MARGIN: 439 1.09% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 24- KAITHAL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56724 0 56724 
2. SERVICE 
3. TOTAL 56724 0 56724 
I. ELECTORS WHO VOTED 
1. GENERAL 44258 0 44258 
2. POSTAL 0 0 0 
3. TOTAL 44258 0 44258 
IV. VOTES 
1. POLLED 44258 78.02% of Total Electors) 
2. VALID 42538 
3. REJECTED 1720 3.89% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC O. PRABHA 21933 
Runner up : SWA A. CHAND 20015 
MARGIN: 1918 4.51% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 25 - PEHOWA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 57305 0 57305 
2. SERVICE 
3. TOTAL 57305 0 57305 
I. ELECTORS WHO VOTED 
1. GENERAL 40664 0 40664 
2. POSTAL 0 0 0 
3. TOTAL 40664 0 40664 
IV. VOTES 
1. POLLED 40664 70.96% of Total Electors) 
2. VALID 37744 
3. REJECTED 2920 7.18% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA C. LAL 13010 
Runner up : INC M. SINGH 11117 
MARGIN: 1893 5.02% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 26- KALYAT (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 53328 0 53328 
2. SERVICE 
3. TOTAL 53328 0 53328 
I. ELECTORS WHO VOTED 
1. GENERAL 40545 0 40545 
2. POSTAL 0 0 0 
3. TOTAL 40545 0 40545 
IV. VOTES 
1. POLLED 40545 76.03% of Total Electors) 
2. VALID 37762 
3. REJECTED 2783 6.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA MARU 15910 
Runner up : INC B. RAM 15552 
MARGIN: 358 0.95% of Total Valid Votes ) 


rptConstituencySummary - Page 26 of 81 
34 


Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 27 - NARWANA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 55063 0 55063 
2. SERVICE 
3. TOTAL 55063 0 55063 
I. ELECTORS WHO VOTED 
1. GENERAL 44576 0 44576 
2. POSTAL 0 0 0 
3. TOTAL 44576 0 44576 
IV. VOTES 
1. POLLED 44576 80.95% of Total Electors) 
2. VALID 42538 
3. REJECTED 2038 4.57% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: RPI S. SINGH 21130 
Runner up : INC K. RAM 19611 
MARGIN: 1519 3.57% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 28 - JIND 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 61965 0 61965 
2. SERVICE 
3. TOTAL 61965 0 61965 
I. ELECTORS WHO VOTED 
1. GENERAL 46254 0 46254 
2. POSTAL 0 0 0 
3. TOTAL 46254 0 46254 
IV. VOTES 
1. POLLED 46254 74.65% of Total Electors) 
2. VALID 44021 
3. REJECTED 2233 4.83% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC D. KISHAN 26089 
Runner up : IND I. SINGH 15548 
MARGIN: 10541 23.95% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 29 - JULANA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 51229 0 51229 
2. SERVICE 
3. TOTAL 51229 0 51229 
I. ELECTORS WHO VOTED 
1. GENERAL 39689 0 39689 
2. POSTAL 0 0 0 
3. TOTAL 39689 0 39689 
IV. VOTES 
1. POLLED 39689 77.47% of Total Electors) 
2. VALID 38291 
3. REJECTED 1398 3.52% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC D. SINGH 21534 
Runner up : BJS G. RAM 12211 
MARGIN: 9323 24.35% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 30 -SAFIDON 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


MALE FEMALE TOTAL 
50758 0 50758 
50758 0 50758 
38400 0 38400 

0 0 0 
38400 0 38400 
38400 75.65% of Total Electors) 
36350 
2050 5.34% of Total Votes Polled) 


0 


0 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC S. KRISHAN 17692 
Runner up : IND S. NARAIN 11721 
MARGIN : 5971 16.43% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 31 -MEHAM 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 


5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Ill. ELECTORS WHO VOTED 


1. GENERAL 
2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


21-02-1967 
VII. RESULT 
PARTY 
Winner : IND 
Runner up : INC 


MARGIN - : 5514 
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MALE FEMALE TOTAL 
51840 0 51840 
51840 0 51840 
40318 0 40318 

0 0 0 
40318 0 40318 
40318 77.77% of Total Electors) 
38580 
1738 4.31% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
M. SINGH 18875 
B. PRASAD 13361 


14.29% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 32 - BARODA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 55864 0 55864 
2. SERVICE 
3. TOTAL 55864 0 55864 
I. ELECTORS WHO VOTED 
1. GENERAL 38275 0 38275 
2. POSTAL 0 0 0 
3. TOTAL 38275 0 38275 
IV. VOTES 
1. POLLED 38275 68.51% of Total Electors) 
2. VALID 36322 
3. REJECTED 1953 5.10% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC R. DHARI 13164 
Runner up : BJS D. SINGH 11637 
MARGIN: 1527 4.20% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 33 - GOHANA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 51803 0 51803 
2. SERVICE 
3. TOTAL 51803 0 51803 
I. ELECTORS WHO VOTED 
1. GENERAL 39831 0 39831 
2. POSTAL 0 0 0 
3. TOTAL 39831 0 39831 
IV. VOTES 
1. POLLED 39831 76.89% of Total Electors) 
2. VALID 38785 
3. REJECTED 1046 2.63% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC R. DHARI 19898 
Runner up : IND H. KISHAN 11901 
MARGIN: 7997 20.62% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 34-KAILANA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 51395 0 51395 
2. SERVICE 
3. TOTAL 51395 0 51395 
I. ELECTORS WHO VOTED 
1. GENERAL 40309 0 40309 
2. POSTAL 0 0 0 
3. TOTAL 40309 0 40309 
IV. VOTES 
1. POLLED 40309 78.43% of Total Electors) 
2. VALID 38798 
3. REJECTED 1511 3.75% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC R. SINGH 18847 
Runner up : IND C. LAL 17436 
MARGIN: 1411 3.64% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 35 - SONEPAT 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


21-02-1967 


VII. RESULT 
PARTY 
Winner : INC 


Runner up : BJS 


MARGIN -: 895 2.28% 
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MALE FEMALE TOTAL 
54589 0 54589 
54589 0 54589 
41464 0 41464 

0 0 0 
41464 0 41464 
41464 75.96% of Total Electors) 
39213 
2251 5.43% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
M. LAL 17930 
M. SINGH 17035 


of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 36 - RAI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 49387 0 49387 
2. SERVICE 
3. TOTAL 49387 0 49387 
I. ELECTORS WHO VOTED 
1. GENERAL 38659 0 38659 
2. POSTAL 0 0 0 
3. TOTAL 38659 0 38659 
IV. VOTES 
1. POLLED 38659 78.28% of Total Electors) 
2. VALID 37568 
3. REJECTED 1091 2.82% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC R. RAM 20115 
Runner up : IND BANWARI 16206 
MARGIN: 3909 10.41% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 37- ROHAT (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 48848 0 48848 
2. SERVICE 
3. TOTAL 48848 0 48848 
I. ELECTORS WHO VOTED 
1. GENERAL 32749 0 32749 
2. POSTAL 0 0 0 
3. TOTAL 32749 0 32749 
IV. VOTES 
1. POLLED 32749 67.04% of Total Electors) 
2. VALID 31069 
3. REJECTED 1680 5.13% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND B. SINGH 13001 
Runner up : INC S. RAM 11220 
MARGIN: 1781 5.73% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 38 - HASSANGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 50746 0 50746 
2. SERVICE 
3. TOTAL 50746 0 50746 
I. ELECTORS WHO VOTED 
1. GENERAL 36961 0 36961 
2. POSTAL 0 0 0 
3. TOTAL 36961 0 36961 
IV. VOTES 
1. POLLED 36961 72.84% of Total Electors) 
2. VALID 35563 
3. REJECTED 1398 3.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC S. CHAND 11167 
Runner up : IND H. SINGH 9058 
MARGIN: 2109 5.93% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 39 - KILOI 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


MALE FEMALE TOTAL 
49644 0 49644 
49644 0 49644 
40246 0 40246 

0 0 0 
40246 0 40246 
40246 81.07% of Total Electors) 
39195 
1051 2.61% of Total Votes Polled) 


0 


0 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND S. NATH 21079 
Runner up : INC R. SINGH 12406 
MARGIN : 8673 22.13% of Total Valid Votes ) 


rptConstituencySummary - Page 39 of 81 


47 


Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 40-ROHTAK 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56642 0 56642 
2. SERVICE 
3. TOTAL 56642 0 56642 
I. ELECTORS WHO VOTED 
1. GENERAL 43497 0 43497 
2. POSTAL 0 0 0 
3. TOTAL 43497 0 43497 
IV. VOTES 
1. POLLED 43497 76.79% of Total Electors) 
2. VALID 42735 
3. REJECTED 762 1.75% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJS M. SEIN 23672 
Runner up : INC T. CHAND 18558 
MARGIN: 5114 11.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 41 - KALANAUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 47962 0 47962 
2. SERVICE 
3. TOTAL 47962 0 47962 
I. ELECTORS WHO VOTED 
1. GENERAL 36508 0 36508 
2. POSTAL 0 0 0 
3. TOTAL 36508 0 36508 
IV. VOTES 
1. POLLED 36508 76.12% of Total Electors) 
2. VALID 35356 
3. REJECTED 1152 3.16% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJS N. SINGH 18103 
Runner up : INC S. SINGH 9972 
MARGIN: 8131 23.00% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 42 - BERI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 58403 0 58403 
2. SERVICE 
3. TOTAL 58403 0 58403 
I. ELECTORS WHO VOTED 
1. GENERAL 44746 0 44746 
2. POSTAL 0 0 0 
3. TOTAL 44746 0 44746 
IV. VOTES 
1. POLLED 44746 76.62% of Total Electors) 
2. VALID 43004 
3. REJECTED 1742 3.89% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC P. S. DAULATA 22577 
Runner up : IND N. KUMAR 8624 
MARGIN: 13953 32.45% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 43 - SALHAWAS (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 64002 0 64002 
2. SERVICE 
3. TOTAL 64002 0 64002 
I. ELECTORS WHO VOTED 
1. GENERAL 40061 0 40061 
2. POSTAL 0 0 0 
3. TOTAL 40061 0 40061 
IV. VOTES 
1. POLLED 40061 62.59% of Total Electors) 
2. VALID 37821 
3. REJECTED 2240 5.59% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC P. CHAND 14219 
Runner up : IND A. SINGH 13278 
MARGIN: 941 2.49% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 44 - JHAJJAR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


21-02-1967 


VII. RESULT 
PARTY 
Winner : IND 


Runner up : IND 


MARGIN - : 3745 7.89% 
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MALE FEMALE TOTAL 
62906 0 62906 
62906 0 62906 
49534 0 49534 

0 0 0 
49534 0 49534 
49534 78.74% of Total Electors) 
47454 
2080 4.20% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
M. SINGH 15024 
C. SINGH 11279 


of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 45 - BHADURGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 61509 0 61509 
2. SERVICE 
3. TOTAL 61509 0 61509 
I. ELECTORS WHO VOTED 
1. GENERAL 44961 0 44961 
2. POSTAL 0 0 0 
3. TOTAL 44961 0 44961 
IV. VOTES 
1. POLLED 44961 73.10% of Total Electors) 
2. VALID 43491 
3. REJECTED 1470 3.27% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC H. LAL 24737 
Runner up : IND H. SINGH 11726 
MARGIN: 13011 29.92% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 46 - FARIDABAD 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 66894 0 66894 
2. SERVICE 
3. TOTAL 66894 0 66894 
I. ELECTORS WHO VOTED 
1. GENERAL 43468 0 43468 
2. POSTAL 0 0 0 
3. TOTAL 43468 0 43468 
IV. VOTES 
1. POLLED 43468 64.98% of Total Electors) 
2. VALID 40828 
3. REJECTED 2640 6.07% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC K. D. KAPIL 13037 
Runner up : IND K. KUMAR 7206 
MARGIN: 5831 14.28% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 47 - BALLABHGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 61061 0 61061 
2. SERVICE 
3. TOTAL 61061 0 61061 
I. ELECTORS WHO VOTED 
1. GENERAL 43386 0 43386 
2. POSTAL 0 0 0 
3. TOTAL 43386 0 43386 
IV. VOTES 
1. POLLED 43386 71.05% of Total Electors) 
2. VALID 41430 
3. REJECTED 1956 4.51% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC T. RAM 15308 
Runner up : IND S. SINGH 12906 
MARGIN: 2402 5.80% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 48 - PALWAL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60436 0 60436 
2. SERVICE 
3. TOTAL 60436 0 60436 
I. ELECTORS WHO VOTED 
1. GENERAL 44728 0 44728 
2. POSTAL 0 0 0 
3. TOTAL 44728 0 44728 
IV. VOTES 
1. POLLED 44728 74.01% of Total Electors) 
2. VALID 42465 
3. REJECTED 2263 5.06% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND DHAN SINGH 11374 
Runner up : BJS M. CHAND 11012 
MARGIN: 362 0.85% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 49 - HASSANPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 57183 0 57183 
2. SERVICE 
3. TOTAL 57183 0 57183 
I. ELECTORS WHO VOTED 
1. GENERAL 39326 0 39326 
2. POSTAL 0 0 0 
3. TOTAL 39326 0 39326 
IV. VOTES 
1. POLLED 39326 68.77% of Total Electors) 
2. VALID 36941 
3. REJECTED 2385 6.06% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND G. LAL 10458 
Runner up : INC M. SINGH 10098 
MARGIN: 360 0.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 50 - FEROZPUR JHIRKA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 53848 0 53848 
2. SERVICE 
3. TOTAL 53848 0 53848 
I. ELECTORS WHO VOTED 
1. GENERAL 37802 0 37802 
2. POSTAL 0 0 0 
3. TOTAL 37802 0 37802 
IV. VOTES 
1. POLLED 37802 70.20% of Total Electors) 
2. VALID 36200 
3. REJECTED 1602 4.24% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: SWA D. MOHAMMAD 19040 
Runner up : INC T. HUISAIN 17160 
MARGIN: 1880 5.19% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 51 -NUH 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


21-02-1967 


VII. RESULT 
PARTY 
Winner : IND 


Runner up : INC 


MARGIN - : 1041 2.84% 
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MALE FEMALE TOTAL 
55256 0 55256 
55256 0 55256 
39074 0 39074 

0 0 0 
39074 0 39074 
39074 70.71% of Total Electors) 
36657 
2417 6.19% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
R. KHAN 15212 
K. AHMED 14171 


of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 52-HATHIN 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56915 0 56915 
2. SERVICE 
3. TOTAL 56915 0 56915 
I. ELECTORS WHO VOTED 
1. GENERAL 38460 0 38460 
2. POSTAL 0 0 0 
3. TOTAL 38460 0 38460 
IV. VOTES 
1. POLLED 38460 67.57% of Total Electors) 
2. VALID 35711 
3. REJECTED 2749 7.15% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC D. SINGH 17921 
Runner up : IND R. SINGH 9190 
MARGIN: 8731 24.45% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 53 - SOHNA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60500 0 60500 
2. SERVICE 
3. TOTAL 60500 0 60500 
I. ELECTORS WHO VOTED 
1. GENERAL 41573 0 41573 
2. POSTAL 0 0 0 
3. TOTAL 41573 0 41573 
IV. VOTES 
1. POLLED 41573 68.72% of Total Electors) 
2. VALID 39055 
3. REJECTED 2518 6.06% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND M. SINGH 15733 
Runner up : INC B. DAYAL 13051 
MARGIN: 2682 6.87% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 54-GURGAON 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56569 0 56569 
2. SERVICE 
3. TOTAL 56569 0 56569 
I. ELECTORS WHO VOTED 
1. GENERAL 41411 0 41411 
2. POSTAL 0 0 0 
3. TOTAL 41411 0 41411 
IV. VOTES 
1. POLLED 41411 73.20% of Total Electors) 
2. VALID 39362 
3. REJECTED 2049 4.95% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJS P. S. THAPRAN 20792 
Runner up : INC K. L. PASWAL 16567 
MARGIN: 4225 10.73% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 55 - PATAUDI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 58613 0 58613 
2. SERVICE 
3. TOTAL 58613 0 58613 
I. ELECTORS WHO VOTED 
1. GENERAL 46612 0 46612 
2. POSTAL 0 0 0 
3. TOTAL 46612 0 46612 
IV. VOTES 
1. POLLED 46612 79.53% of Total Electors) 
2. VALID 44812 
3. REJECTED 1800 3.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC B. SINGH 22517 
Runner up : IND S. RAM 21531 
MARGIN: 986 2.20% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 56-REWARI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 48855 0 48855 
2. SERVICE 
3. TOTAL 48855 0 48855 
I. ELECTORS WHO VOTED 
1. GENERAL 34422 0 34422 
2. POSTAL 0 0 0 
3. TOTAL 34422 0 34422 
IV. VOTES 
1. POLLED 34422 70.46% of Total Electors) 
2. VALID 32990 
3. REJECTED 1432 4.16% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC S. DEVI 18474 
Runner up : BJS A. SINGH 13108 
MARGIN: 5366 16.27% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 57 - BAWAL (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 52755 0 52755 
2. SERVICE 
3. TOTAL 52755 0 52755 
I. ELECTORS WHO VOTED 
1. GENERAL 30661 0 30661 
2. POSTAL 0 0 0 
3. TOTAL 30661 0 30661 
IV. VOTES 
1. POLLED 30661 58.12% of Total Electors) 
2. VALID 28295 
3. REJECTED 2366 7.72% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND K. LAL 8227 
Runner up : IND R. PARSHAD 7739 
MARGIN: 488 1.72% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 58 - JATUSANA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 59671 0 59671 
2. SERVICE 
3. TOTAL 59671 0 59671 
I. ELECTORS WHO VOTED 
1. GENERAL 39914 0 39914 
2. POSTAL 0 0 0 
3. TOTAL 39914 0 39914 
IV. VOTES 
1. POLLED 39914 66.89% of Total Electors) 
2. VALID 38040 
3. REJECTED 1874 4.70% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND J. SINGH 18443 
Runner up : INC N. SINGH 16742 
MARGIN: 1701 4.47% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 59- ATELI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 56497 0 56497 
2. SERVICE 
3. TOTAL 56497 0 56497 
I. ELECTORS WHO VOTED 
1. GENERAL 37868 0 37868 
2. POSTAL 0 0 0 
3. TOTAL 37868 0 37868 
IV. VOTES 
1. POLLED 37868 67.03% of Total Electors) 
2. VALID 36098 
3. REJECTED 1770 4.67% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC N. SINGH 17607 
Runner up : IND R. JIWAN 16640 
MARGIN: 967 2.68% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 60 - NARNAUL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 51026 0 51026 
2. SERVICE 
3. TOTAL 51026 0 51026 
I. ELECTORS WHO VOTED 
1. GENERAL 33557 0 33557 
2. POSTAL 0 0 0 
3. TOTAL 33557 0 33557 
IV. VOTES 
1. POLLED 33557 65.76% of Total Electors) 
2. VALID 31853 
3. REJECTED 1704 5.08% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: BJS B. LAL 10330 
Runner up : INC R. S.C. MITTAL 9776 
MARGIN: 554 1.74% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 61 - MAHENDRAGARH 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


MALE FEMALE TOTAL 
53230 0 53230 
53230 0 53230 
34804 0 34804 

0 0 0 
34804 0 34804 
34804 65.38% of Total Electors) 
32907 
1897 5.45% of Total Votes Polled) 


0 


0 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND H. SINGH 9558 
Runner up : IND R. SINGH 8636 
MARGIN : 922 2.80% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 62 - KANINA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


MALE FEMALE TOTAL 
50134 0 50134 
50134 0 50134 
32482 0 32482 

0 0 0 
32482 0 32482 
32482 64.79% of Total Electors) 
30966 
1516 4.67% of Total Votes Polled) 


0 


0 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND D. SINGH 17381 
Runner up : INC B. DHAR 12236 
MARGIN : 5145 16.61% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 63 - BADHRA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60089 0 60089 
2. SERVICE 
3. TOTAL 60089 0 60089 
I. ELECTORS WHO VOTED 
1. GENERAL 42028 0 42028 
2. POSTAL 0 0 0 
3. TOTAL 42028 0 42028 
IV. VOTES 
1. POLLED 42028 69.94% of Total Electors) 
2. VALID 40411 
3. REJECTED 1617 3.85% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND A. SINGH 15003 
Runner up : INC CHANDRAWATI 9635 
MARGIN: 5368 13.28% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 64- DADRI (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


21-02-1967 


VII. RESULT 
PARTY 
Winner : INC 


Runner up : SSP 


MARGIN - : 1382 3.88% 
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MALE FEMALE TOTAL 
55089 0 55089 
55089 0 55089 
37785 0 37785 

0 0 0 
37785 0 37785 
37785 68.59% of Total Electors) 
35614 
2171 5.75% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
G. RAI 13782 
H. SINGH 12400 


of Total Valid Votes ) 


a2 


Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 65 - LOHARU 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 53822 0 53822 
2. SERVICE 
3. TOTAL 53822 0 53822 
I. ELECTORS WHO VOTED 
1. GENERAL 37218 0 37218 
2. POSTAL 0 0 0 
3. TOTAL 37218 0 37218 
IV. VOTES 
1. POLLED 37218 69.15% of Total Electors) 
2. VALID 35463 
3. REJECTED 1755 4.72% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC H. NAND 16240 
Runner up : SSP T. RAM 13111 
MARGIN: 3129 8.82% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 66 - TOSHAM 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 52278 0 52278 
2. SERVICE 
3. TOTAL 52278 0 52278 
I. ELECTORS WHO VOTED 
1. GENERAL 35926 0 35926 
2. POSTAL 0 0 0 
3. TOTAL 35926 0 35926 
IV. VOTES 
1. POLLED 35926 68.72% of Total Electors) 
2. VALID 33875 
3. REJECTED 2051 5.71% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC B. LAL 11511 
Runner up : SSP M. R. D. RAM 6142 
MARGIN: 5369 15.85% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 67 - BHIWANI 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


MALE FEMALE TOTAL 
50480 0 50480 
50480 0 50480 
36647 0 36647 

0 0 0 
36647 0 36647 
36647 72.60% of Total Electors) 
35364 
1283 3.50% of Total Votes Polled) 


0 


0 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJS B. DEV 17591 
Runner up : INC S. RAM 13423 
MARGIN : 4168 11.79% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 68 - MUNDHAL KHURD 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 49067 0 49067 
2. SERVICE 
3. TOTAL 49067 0 49067 
I. ELECTORS WHO VOTED 
1. GENERAL 36778 0 36778 
2. POSTAL 0 0 0 
3. TOTAL 36778 0 36778 
IV. VOTES 
1. POLLED 36778 74.95% of Total Electors) 
2. VALID 34885 
3. REJECTED 1893 5.15% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: IND J. SINGH 11163 
Runner up : INC S. SINGH 9985 
MARGIN: 1178 3.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 69 - NARNAUND 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 54069 0 54069 
2. SERVICE 
3. TOTAL 54069 0 54069 
I. ELECTORS WHO VOTED 
1. GENERAL 40529 0 40529 
2. POSTAL 0 0 0 
3. TOTAL 40529 0 40529 
IV. VOTES 
1. POLLED 40529 74.96% of Total Electors) 
2. VALID 38302 
3. REJECTED 2227 5.49% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC R. DATT 13417 
Runner up : IND J. SINGH 10391 
MARGIN: 3026 7.90% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 70 - HANSI 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


MALE FEMALE TOTAL 
52559 0 52559 
52559 0 52559 
39804 0 39804 

0 0 0 
39804 0 39804 
39804 75.73% of Total Electors) 
38018 
1786 4.49% of Total Votes Polled) 


0 


0 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC H. SINGH 16435 
Runner up : IND K. SINGH 6771 
MARGIN : 9664 25.42% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 71 - BAWANIKHERA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 51851 0 51851 
2. SERVICE 
3. TOTAL 51851 0 51851 
I. ELECTORS WHO VOTED 
1. GENERAL 34181 0 34181 
2. POSTAL 0 0 0 
3. TOTAL 34181 0 34181 
IV. VOTES 
1. POLLED 34181 65.92% of Total Electors) 
2. VALID 31979 
3. REJECTED 2202 6.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC J. NATH 17179 
Runner up : IND F. SINGH 6866 
MARGIN: 10313 32.25% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 72 - ADAMPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 54341 0 54341 
2. SERVICE 
3. TOTAL 54341 0 54341 
I. ELECTORS WHO VOTED 
1. GENERAL 40396 0 40396 
2. POSTAL 0 0 0 
3. TOTAL 40396 0 40396 
IV. VOTES 
1. POLLED 40396 74.34% of Total Electors) 
2. VALID 39059 
3. REJECTED 1337 3.31% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC H. SINGH 16955 
Runner up : IND R. SINGH 16704 
MARGIN: 251 0.64% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 73 - HISSAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 54195 0 54195 
2. SERVICE 
3. TOTAL 54195 0 54195 
I. ELECTORS WHO VOTED 
1. GENERAL 37803 0 37803 
2. POSTAL 0 0 0 
3. TOTAL 37803 0 37803 
IV. VOTES 
1. POLLED 37803 69.75% of Total Electors) 
2. VALID 35767 
3. REJECTED 2036 5.39% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC S. LATA 11285 
Runner up : IND B. RAI 11061 
MARGIN: 224 0.63% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 74 - BARWALA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 54215 0 54215 
2. SERVICE 
3. TOTAL 54215 0 54215 
I. ELECTORS WHO VOTED 
1. GENERAL 38725 0 38725 
2. POSTAL 0 0 0 
3. TOTAL 38725 0 38725 
IV. VOTES 
1. POLLED 38725 71.43% of Total Electors) 
2. VALID 37093 
3. REJECTED 1632 4.21% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC P. SINGH 19936 
Runner up : SSP A. SINGH 13423 
MARGIN: 6513 17.56% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 75 - TOHANA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


MALE FEMALE TOTAL 
56174 0 56174 
56174 0 56174 
39364 0 39364 

0 0 0 
39364 0 39364 
39364 70.08% of Total Electors) 
36985 
2379 6.04% of Total Votes Polled) 


0 


0 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC H. SINGH 19196 
Runner up : SSP S. SINGH 13534 
MARGIN : 5662 15.31% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 76 - FATEHABAD 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 62481 0 62481 
2. SERVICE 
3. TOTAL 62481 0 62481 
I. ELECTORS WHO VOTED 
1. GENERAL 46174 0 46174 
2. POSTAL 0 0 0 
3. TOTAL 46174 0 46174 
IV. VOTES 
1. POLLED 46174 73.90% of Total Electors) 
2. VALID 43830 
3. REJECTED 2344 5.08% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC G. RAI 22830 
Runner up : IND M. RAM 9660 
MARGIN: 13170 30.05% of Total Valid Votes ) 


rptConstituencySummary - Page 76 of 81 
84 


Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 77 - BADOPAL 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


MALE FEMALE TOTAL 
54040 0 54040 
54040 0 54040 
42211 0 42211 

0 0 0 
42211 0 42211 
42211 78.11% of Total Electors) 
40984 
1227 2.91% of Total Votes Polled) 


0 


0 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC M. RAM 27034 
Runner up : IND C. LAL 9289 
MARGIN : 17745 43.30% of Total Valid Votes ) 


rptConstituencySummary - Page 77 of 81 


85 


Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 78 -SIRSA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 


MALE FEMALE TOTAL 
54570 0 54570 
54570 0 54570 
38077 0 38077 

0 0 0 
38077 0 38077 
38077 69.78% of Total Electors) 
36694 
1383 3.63% of Total Votes Polled) 


0 


0 


NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : BJS L. DASS 18805 
Runner up : INC S. RAM 13738 
MARGIN : 5067 13.81% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 79 - RORI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 62735 0 62735 
2. SERVICE 
3. TOTAL 62735 0 62735 
I. ELECTORS WHO VOTED 
1. GENERAL 44024 0 44024 
2. POSTAL 0 0 0 
3. TOTAL 44024 0 44024 
IV. VOTES 
1. POLLED 44024 70.17% of Total Electors) 
2. VALID 42361 
3. REJECTED 1663 3.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC P. S. DASS 18432 
Runner up : IND D. SINGH 15260 
MARGIN: 3172 7.49% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 80 -DABWALI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 53928 0 53928 
2. SERVICE 
3. TOTAL 53928 0 53928 
I. ELECTORS WHO VOTED 
1. GENERAL 34947 0 34947 
2. POSTAL 0 0 0 
3. TOTAL 34947 0 34947 
IV. VOTES 
1. POLLED 34947 64.80% of Total Electors) 
2. VALID 32800 
3. REJECTED 2147 6.14% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
21-02-1967 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: INC K. RAM 15221 
Runner up : IND P. CHANDER 14351 
MARGIN: 870 2.65% of Total Valid Votes ) 
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Election Commission of India, State Election, 1967 to the Legislative Assembly of Haryana 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 81 - ELLENABAD 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 
5. TENDERED 


V. POLLING STATIONS 
NUMBER : 


VI. DATES 
POLLING 


21-02-1967 


VII. RESULT 
PARTY 
Winner : INC 


Runner up : IND 


MARGIN - : 2647 6.70% 
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MALE FEMALE TOTAL 
56092 0 56092 
56092 0 56092 
40710 0 40710 

0 0 0 
40710 0 40710 
40710 72.58% of Total Electors) 
39486 
1224 3.01% of Total Votes Polled) 


0 


0 


AVERAGE ELECTORS PER POLLING STATION : 


COUNTING DECLARATION OF RESULT 

CANDIDATE VOTES 
P. SINGH 20208 
L. CHAND 17561 


of Total Valid Votes ) 
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Election Commission of India - State Election, 1967 to the Legislative Assembly of Haryana 


DETAILED RESULTS 


No. CANDIDATE SEX PARTY VOTES % 
Constituency : 1-KALKA 
1. L. SINGH M IND 12787 32.39% 
2. K. LAL M INC 12086 30.62% 
3. J. SINGH M IND 8508 21.55% 
4. P. KUMAR M BJS 5974 15.13% 
5. S. SINGH M IND 122 0.31% 


ELECTORS : 54716 VOTERS : 41210 POLL PERCENTAGE : 75.32% VALID VOTES : 39477 


Constituency : 2. NARAINGARH 
1. L. SINGH M INC 16691 45.35% 
2. R.N. SARUP M BJS 8528 23.17% 
3. N. LAL M RPI 6816 18.52% 
4. S.RAM M SWA 2291 6.23% 
5. G. SINGH M IND 1541 4.19% 
6. B. PARSHAD M IND 936 2.54% 


ELECTORS : 56067 VOTERS : 39261 POLL PERCENTAGE : 70.03% VALID VOTES : 36803 


Constituency : 3. CHHACHROLI (SC) 
1. R. PARKASH M_ INC 15525 42.48% 
2. P. CHAND M_ IND 14605 39.97% 
3. S.RAM M_ CPI 3312 9.06% 
4. 4, KISHORE M_ BJS 3101 8.49% 


ELECTORS : 57364 VOTERS : 39571 POLL PERCENTAGE : 68.98% VALID VOTES : 36543 


Constituency : 4. JAGADHRI 
1. D. PRAKASH M BJS 14665 41.12% 
2. G. SINGH M INC 12856 36.05% 
3. R.A. SINGH M SWA 3742 10.49% 
4. T. DASS M IND 2740 7.68% 
5. M. RAM M IND 1169 3.28% 
6. S. CHAND M IND 338 0.95% 
7. R.DASS M IND 154 0.43% 

Constituency : 5. YAMUNANAGAR 
1. B. DAYAL M INC 22043 52.43% 
2. R. LAL M BJS 15419 36.68% 
3. J. GOPAL M PSP. 4121 9.80% 
4. A. CHANDER M IND 456 1.08% 


ELECTORS : 57429 VOTERS : 43569 POLL PERCENTAGE : 75.87% VALID VOTES : 42039 


Constituency : 6- MULLANA (SC) 
1. R. PRASAD M RPI 16694 52.53% 
2. S.RAM M INC 12321 38.77% 
3. D. PAUL M SWA 1721 5.42% 
4. A.RAM M IND 1041 3.28% 
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No. CANDIDATE 


SEX PARTY 


VOTES 


% 


ELECTORS : 52219 VOTERS : 33858 POLL PERCENTAGE : 64.84% VALID VOTES : 31777 


Constituency : 


7-NAGGAL 


1, LAKHWATI 
2. M. SINGH 
3. H. SINGH 
4. IL RAJ 


ZEEE 


INC 
IND 
IND 


SWA 


17494 
12430 
1196 
1084 


54.32% 
38.60% 
3.71% 
3.37% 


ELECTORS : 49071 VOTERS : 34012 POLL PERCENTAGE : 69.31% VALID VOTES : 32204 


Constituency : 


8. AMBALA CANTONMENT 


D. R. ANAND 
P. NATH 
R. NATH 
G. SINGH 
K. LALL 


SS AR 


ZEEEEE 


INC 
BJS 

IND 
IND 
IND 


11343 
10845 
3331 
1003 
711 


41.65% 
39.82% 
12.23% 
3.68% 
2.61% 


ELECTORS : ELECTORS: _38934_| [VOTERS : 28032 _| 28032 [POLL PERCENTAGE : _72.00%| PERCENTAGE 72.00% VALID | VALID VOTES: __27233] 27233 


Constituency : 


9. AMBALA 


1. F. CHAND 
2. A.G. KHAN 
3. J. SINGH 

4. J. SINGH 


ZEEE 


BJS 

INC 
IND 
IND 


15887 
8973 
6149 

452 


50.50% 
28.52% 
19.54% 

1.44% 


ELECTORS : 45123 VOTERS : 32371 POLL PERCENTAGE : 71.74% VALID VOTES : 31461 


Constituency : 


10- SHAHABAD 


1. J. CHANDER 
2. K. CHAND 
3. S. SINGH 

4. K.RAM 

5. S. LAL 


ELECTORS : 44788 VOTERS : 34135 


11- THANESAR 


Constituency : 


1. D. PRAKASH 
2. B. SINGH 
3. K.RAM 
4. A.RAM 
5. S. SAWARUP 


ZEEEESE 


POLL PERCENTAGE : 


le 


INC 
BJS 

IND 
IND 
IND 


76.21% 


INC 
BJS 

IND 
IND 


11074 
10778 
8664 
896 
452 


18659 
14822 
843 
793 
434 


34.75% 
33.83% 
27.19% 
2.81% 
1.42% 


VALID VOTES : 31864 


52.49% 
41.69% 
2.37% 
2.23% 
1.22% 


ELECTORS : ELECTORS: _ 48691 _| [VOTERS : 37770 _| 37770 [POLL PERCENTAGE :_77.57%| PERCENTAGE 11.57% VALID | VALID VOTES: _35551| 35551 


Constituency : 


12- BABAIN (SC) 
1. C.RAM 

2. R.DIA 

3. J.R. SARUP 


IND 


21884 
11724 
2407 


60.76% 
32.55% 
6.68% 


ELECTORS : ELECTORS: _ 49862 _| [VOTERS : 38052 _| 38052 [POLL PERCENTAGE : 76.31% | PERCENTAGE 76.31% VALID | VALID VOTES: _36015| 36015 


Constituency : 


13. NILOKHERI 


1. S.RAM 
2. C. SINGH 
3. H. SINGH 
4. S.RAM 
5. G. DUTT 
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ZEEEEE 


BJS 

IND 
INC 
RPI 
IND 


10605 
9294 
8030 
2853 

587 


33.81% 
29.63% 
25.60% 
9.09% 
1.87% 


No. CANDIDATE 


SEX PARTY 


VOTES 


% 


ELECTORS : 44039 VOTERS : 33284 POLL PERCENTAGE : 75.58% VALID VOTES : 31369 


Constituency : 14.INDRI 


P. DEVI 

T. RAM 

G. RAM 

R. KISHAN 
B. SINGH 
P. SINGH 
K. RAM 


NYDN FW NY 


ELECTORS : 51738 VOTERS : 39004 


Constituency : 15. KARNAL 


R. LAL 

L. RAM 

R. PIARA 
S. PRASAD 
P. LAL 

S. SUNDER 


Dn un fF WN 


ELECTORS : 51136 VOTERS : 39011 POLL PERCENTAGE : 


Constituency : 16- JUNDLA (SC) 


1. R. KISHAN 
2. B.RAM 

3. P. SINGH 
4. J.RAM 

5. MUNSHI 
6. P.RAM 

7. S.RAM 


ZEEEEESE ZEEEEEE 


ZEEEEEESE 


INC 
BJS 
IND 
IND 
CPM 
RPI 
IND 


BJS 

INC 
IND 
IND 
IND 
IND 


76.29% 


17056 
5885 
4969 
3325 
3286 
1705 
125 


11702 
9215 
9080 
5176 
1924 

196 


46.92% 
16.19% 
13.67% 
9.15% 
9.04% 
4.69% 
0.34% 


POLL PERCENTAGE : 75.39% VALID VOTES : 36351 


31.38% 
24.71% 
24.35% 
13.88% 
5.16% 
0.53% 


VALID VOTES : 37293 


10843 
10696 
4510 
2844 
1151 
955 
256 


34.69% 
34.22% 
14.43% 
9.10% 
3.68% 
3.06% 
0.82% 


ELECTORS : 50145 VOTERS : 33376 POLL PERCENTAGE : 66.56% VALID VOTES : 31255 


Constituency : 17. GHARAUNDA 


1. M. CHAND 
2. R. SINGH 
3. R.RAM 

4. S. SINGH 


ZEEE 


INC 
BJS 
IND 
CPM 


13906 
12736 
10053 

3879 


34.27% 
31.39% 
24.78% 

9.56% 


ELECTORS : 56442 VOTERS : 43657 POLL PERCENTAGE : 77.35% VALID VOTES : 40574 
Constituency: 18.SAMBHALKA 


1. RANDHIR M~ BJS 12215 30.73% 
2. K. SINGH M_ INC 12101 30.45% 
3. S. SUNDER M_ IND 9327 23.47% 
4. D.RAM M_~ RPI 5108 12.85% 
5. T. CHAND M_ IND 995 2.50% 


ELECTORS : 56590 VOTERS : 42804 POLL PERCENTAGE : 75.64% VALID VOTES : 39746 
Constituency : 19. PANIPAT 


1. F.CHAND M~ BJS 20459 49.71% 
2. H.RAI M_ INC 18134 44.06% 
3. R. SINGH M~ CPI 1864 4.53% 
4. P. LAL M_ IND 702 1.71% 
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No. CANDIDATE SEX PARTY VOTES % 


ELECTORS : 54919 VOTERS : 43028 POLL PERCENTAGE : 78.35% VALID VOTES : 41159 


Constituency: 20.NAULTHA 


1. M. SINGH M_ INC 12943 36.34% 
2. D. SINGH M_ IND 9504 26.68% 
3. S. SINGH M IND 3461 9.72% 
4. M. SINGH M_ IND 2915 8.18% 
5. B. DASS M IND 2272 6.38% 
6. N. SINGH M IND 1932 5.42% 
7. B.RAM Me RPI 1391 3.91% 
8. D. CHAND M IND 898 2.52% 
9. R. SHARMA M IND 303 0.85% 


ELECTORS: _ 48723 _| 48723 [VOTERS : 37838 _| 37838 [POLL PERCENTAGE : _77.66%| PERCENTAGE 77.66% VALID | VALID VOTES: _35619| 35619 


Constituency : 21-RAJAUND (SC) 


1. R. SINGH M_ INC 16992 41.81% 
2. B. SINGH M SWA 10932 26.90% 
3. B. LAL M_ IND 7832 19.27% 
4. M. SINGH M~ CPI 2338 5.75% 
5. M. LAL M_ IND 1444 3.55% 
6. SURTA M_ IND 793 1.95% 
7. SADHU M 312 0.77% 


ELECTORS : 60950 VOTERS : [VOTERS : 44291 _| [POLL PERCENTAGE : 72.67% | PERCENTAGE 72.67% VALID | VALID VOTES: _ 40643] 40643 


Constituency : 22.PUNDRI 


1. R. P. SINGH M_ INC 20143 49.04% 
2. I. SINGH M_ IND 13670 33.28% 
3. C. BHUJ M_ IND 5322 12.96% 
4. K.RAM M IND 1939 4.72% 


ELECTORS : 52792 VOTERS : 43146 POLL PERCENTAGE : 81.73% VALID VOTES : 41074 


Constituency : 23. SHERHADA 


1, P. A.J. SINGH M_ IND 12080 29.86% 
2. §. SINGH M INC 11641 28.78% 
3. RANGI M_ IND 6264 15.49% 
4. D. SINGH M SWA 6026 14.90% 
5. M. SINGH M IND 3452 8.53% 
6. I. CHANDER M_ IND 986 2.44% 


ELECTORS : 54771 VOTERS : 43563 POLL PERCENTAGE : 79.54% VALID VOTES : 40449 


Constituency : 24. KAITHAL 


1. O. PRABHA F INC 21933 51.56% 
2. A. CHAND M SWA 20015 47.05% 
3. T. CHAND IND 590 1.39% 


ELECTORS: _ 56724 _| 56724 [VOTERS : 44258 _| 44258 [POLL PERCENTAGE : 78.02% | PERCENTAGE 78.02% VALID | VALID VOTES: _ 42538 42538 


Constituency : 25.PEHOWA 


1. C. LAL M SWA 13010 34.47% 
2. M. SINGH M_ INC 11117 29.45% 
3. A. NATH M IND 7391 19.58% 
4. T. SINGH M_~ CPI 5160 13.67% 
5. A. SINGH M_ IND 637 1.69% 
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No. CANDIDATE 


6. T. DASS 


SEX PARTY 


M_ IND 
ae 


VOTES % 


429 1.14% 


ELECTORS : 57305 VOTERS : 40664 POLL PERCENTAGE 0.96% VALID VOTES : 37744 


Constituency : 


26- KALYAT (SC) 


1. MARU 
2. B.RAM 
3. M. SINGH 
4. R.RAM 
5. SURJU 
6. B.RAM 
7. M.RAM 
8. JATI 

9. S. SINGH 


ZEEEEZEEREZBEREE 


15910 42.13% 
15552 41.18% 
3742 9.91% 
982 2.60% 
430 1.14% 
405 1.07% 
386 1.02% 
243 0.64% 
112 0.30% 


ELECTORS : 53328 VOTERS : 40545 POLL PERCENTAGE : 76.03% VALID VOTES : 37762 


Constituency : 


27- NARWANA 


1. §. SINGH 
2. K.RAM 
3. N. MAL 


ELECTORS : 55063 VOTERS : 44576 


28- JIND 
1. D. KISHAN 

2. I. SINGH 

3. TELU 

4. B.RAM 

5. SARUPA 


Constituency : 


IND 


POLL PERCENTAGE : 80.95% 


INC 
IND 
IND 
IND 
IND 


ZEEZEEEE 


21130 49.67% 
19611 46.10% 
1797 4.22% 


VALID VOTES : 42538 


26089 59.26% 
15548 35.32% 
1322 3.00% 
700 1.59% 
362 0.82% 


ELECTORS : 61965 VOTERS : 46254 POLL PERCENTAGE : 74.65% VALID VOTES : 44021 


Constituency : 


29. JULANA 


1. D. SINGH 
2. G.RAM 

3. C. DUTT 
4. M.RAM 


INC 
BJS 

IND 
IND 


ZEEE 


21534 56.24% 
12211 31.89% 
3685 9.62% 

861 2.25% 


ELECTORS : 51229 VOTERS : 39689 POLL PERCENTAGE : 77.47% VALID VOTES : 38291 


Constituency : 


30- SAFIDON 


1. S. KRISHAN 
2. S. NARAIN 
3. S. BHAN 
4. H. CHAND 
5. M. RAM 
6. S. SINGH 
7. M. SINGH 


INC 
IND 
BJS 
IND 
IND 
IND 
CPM 


ZEEEEZEZEE 


17692 48.67% 
11721 32.24% 
1998 5.50% 
1917 5.27% 
1840 5.06% 
718 1.98% 
464 1.28% 


ELECTORS : 50758 VOTERS : 38400 POLL PERCENTAGE : 75.65% VALID VOTES : 36350 


Constituency : 


31- MEHAM 


1. M. SINGH 

2. B. PRASAD 

3. J. SINGH 

4. R. SHARMA 
5. M. KRISHAN 
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IND 
INC 
BJS 
IND 
SSP 


ZEEEEE 
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18875 48.92% 
13361 34.63% 
2764 7.16% 
2315 6.00% 

918 2.38% 


No. CANDIDATE SEX PARTY VOTES % 


6. HARDEVA RPI 347 0.90% 


ELECTORS: _51840_| 51840 [VOTERS : 40318 _| 40318 [POLL PERCENTAGE : _77.77%| PERCENTAGE T1L.7171% VALID [VALID VOTES: _38580| 38580 


Constituency : 32. BARODA (SC) 
1. R. DHARI M INC 13164 36.24% 
2. D. SINGH M BJS 11637 32.04% 
3. G. CHAND M IND 2168 5.97% 
4. R. SINGH M IND 1896 5.22% 
5. HARSHAN M RPI 1700 4.68% 
6. S. BHAN M SSP 1637 4.51% 
7. S.CHAND M IND 1584 4.36% 
8. H. SINGH M IND 1010 2.78% 
9. J.RAM M IND 779 2.14% 
10. S. SINGH M IND 632 1.74% 
11. L. SINGH M IND 115 0.32% 


ELECTORS : 55864 VOTERS : 38275 


POLL PERCENTAGE : 68.51% 


VALID VOTES : 36322 


Constituency : 33.GOHANA 
1. R. DHARI M INC 19898 51.30% 
2. H. KISHAN M IND 11901 30.68% 
3. F. SINGH M BJS 5883 1S.17% 
4. PARTAP M IND 370 0.95% 
5. R. DHAN M IND 317 0.82% 
6. R. PAL M IND 210 0.54% 
7. R. CHAND M IND 109 0.28% 
8. C.RAM M IND 0.25% 


ELECTORS: _51803 _| 51803 VOTERS : [VOTERS : 39831 _| 1 POLL PERCENTAGE 76. [POLL PERCENTAGE : 76.89% | VALID | VALID VOTES: __38785| 38785 


Constituency : 34. KAILANA 
1. R. SINGH M INC 18847 48.58% 
2. C. LAL M IND 17436 44.94% 
3. D. SINGH M IND 1126 2.90% 
4. C. SINGH M_~ CPI 807 2.08% 
5. S. CHAND M IND 463 1.19% 
6. HUKAMI M IND 119 0.31% 


ELECTORS : 513 ELECTORS: _51395_| VOTERS : [VOTERS : 40309 _| [POLL PERCENTAGE : _78.43%| PERCENTAGE 78.43% VALID VOTES : 3 | VALID VOTES: _38798| 


Constituency : 35.SONEPAT 
1. M. LAL M INC 17930 45.72% 
2. M. SINGH M BJS 17035 43.44% 
3. C. MAL M CPM 3057 7.80% 
4. M.LAL M RPI 1191 3.04% 


ELECTORS : 54589 VOTERS : 41464 POLL PERCENTAGE : 75.96% VALID VOTES : 39213 


Constituency : 36.RAT 
1. R.RAM M INC 20115 53.54% 
2. BANWARI M IND 16206 43.14% 
3. JAGDISH M IND 785 2.09% 
4. K.RAM M IND 462 1.23% 


ELECTORS : 49387 VOTERS _: 38659 POLL PERCENTAGE : 78.28% VALID VOTES : 37568 


Constituency : 


37- ROHAT (SC) 
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No. CANDIDATE SEX PARTY VOTES % 


1. B. SINGH M IND 13001 41.85% 
2. S.RAM M INC 11220 36.11% 
3. K.RAM MIND 3896 12.54% 
4. R.S.C.RAM M_ IND 703 2.26% 
5. R.S.S.RAM M~ BJS 618 1.99% 
6. S. CHAND M~ CPI 299 0.96% 
7. DHARMA M_ IND 296 0.95% 
8. LAKHMI M_ IND 272 0.88% 
9. C. WATI F IND 253 0.81% 
10. B. SINGH M _— SSP 185 0.60% 
11. H. CHAND M CPM 178 0.57% 
12. B. SINGH M_ IND 148 0.48% 


ELECTORS: _ 48848 VOTERS : 32749 POLL PERCENTAGE : 67.04%] |VALID VOTES : 31069 
Constituency : 38. HASSANGARH 


1. §. CHAND M_ INC 11167 31.40% 
2. H. SINGH M_ IND 9058 25.47% 
3. J. SINGH M _ IND 8041 22.61% 
4. B. SINGH M _— SSP 5123 14.41% 
5. D. SINGH M_~ CPI 1547 4.35% 
6. M.RAM M IND 627 1.76% 


ELECTORS : 50746 VOTERS : 36961 POLL PERCENTAGE : 72.84% VALID VOTES : 35563 


Constituency : 39. KILOI 


1. §. NATH M IND 21079 53.78% 
2. R. SINGH M_ INC 12406 31.65% 
3. R. BHAJ M~ BJS 4771 12.17% 
4. M.RAM M_~ RPI 633 1.62% 
5. MUNSHI M IND 219 0.56% 
6. G. DATT M_ IND 87 0.22% 


ELECTORS : 49644 VOTERS : 40246 POLL PERCENTAGE : 81.07% VALID VOTES : 39195 
Constituency: 40. ROHTAK 


1. M. SEIN M~ BJS 23672 55.39% 
2. T. CHAND M_ INC 18558 43.43% 
3. B.RAM M_ IND 232 0.54% 
4. J. PARSHAD M _— SSP 126 0.29% 
5. K. SINGH M_ IND 78 0.18% 
6. R.JIA M_ IND 69 0.16% 


Constituency: 41. KALANAUR 


1. N. SINGH M~ BJS 18103 51.20% 
2. S. SINGH M_ INC 9972 28.20% 
3. K. DEVI F SSP 6379 18.04% 
4. R. SARUP M_ RPI 902 2.55% 


ELECTORS : 47962 VOTERS : 36508 POLL PERCENTAGE : 76.12% VALID VOTES : 35356 


Constituency : 42.BERI 


1, P.S. DAULATA M_ INC 22577 52.50% 
2. N. KUMAR M IND 8624 20.05% 
3. U. SINGH M IND 7369 17.14% 
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No. CANDIDATE SEX PARTY VOTES % 


4. H. SINGH M IND 2248 5.23% 
5. K. SINGH MIND 1379 3.21% 
6. C. BHAN IND 807 1.88% 


[ELECTORS _58403 _| 58403 [VOTERS : 44746 _| 44746 [POLL PERCENTAGE : 76.62% | PERCENTAGE 76.62% VALID | VALID VOTES: __ 43004 43004 


Constituency: 43.SALHAWAS (SC) 


1. P. CHAND M_ INC 14219 37.60% 
2. A. SINGH M IND 13278 35.11% 
3. R. SINGH M IND 5163 13.65% 
4. S.SINGH M_ IND 1847 4.88% 
5. SUMERA M_~ RPI 796 2.10% 
6. D..SINGH M~ BJS 678 1.79% 
7. C. BHAN M_ IND 621 1.64% 
8. J. RAM M_ IND 497 1.31% 
9. R. KANWAR M_ IND 479 1.27% 
10. M. LAL M_ IND 243 0.64% 


[ELECTORS: _ 64002 _| 64002 [VOTERS : 40061 _| 40061 [POLL PERCENTAGE : 62.59% | PERCENTAGE 62.59% VALID | VALID VOTES: _37821| 37821 


Constituency: 44. JHAJJAR 


1. M. SINGH M_ IND 15024 31.66% 
2. C. SINGH M_ IND 11279 23.77% 
3. S. SINGH M_ INC 10902 22.97% 
4. S. SINGH M IND 9367 19.74% 
5. RAMESHWAR M_ IND 312 0.66% 
6. R. PARSHAD M_ IND 290 0.61% 
7. JHABAR M IND 280 0.59% 


ELECTORS : 62906 VOTERS : 49534 POLL PERCENTAGE : 78.74% VALID VOTES : 47454 


Constituency : 45. BHADURGARH 


1. H. LAL M_ INC 24737 56.88% 
2. H. SINGH M IND 11726 26.96% 
3. J. NARAIN M~ BJS 4810 11.06% 
4. SULTAN M _— SSP 1179 2.71% 
5. S. SINGH M IND 724 1.66% 
6. PIRTHI M_ IND 315 0.72% 


ELECTORS : 61509 VOTERS : 44961 POLL PERCENTAGE : 73.10% VALID VOTES : 43491 


Constituency : 46.FARIDABAD 


1. K.D. KAPIL M_ INC 13037 31.93% 
2. K. KUMAR M_ IND 7206 17.65% 
3. K. GULATI M_ IND 6591 16.14% 
4. S. LOOMBA M~ CPI 3944 9.66% 
5. T. SINGH Me RPI 3284 8.04% 
6. D.D. VERMA M~ BJS 2856 7.00% 
7. A. NATH M IND 1650 4.04% 
8. K.L. SHARMA M_ IND 1298 3.18% 
9. S. LAL M IND 518 1.27% 
10. R. LAL M_ IND 444 1.09% 


ELECTORS : [ELECTORS _ 66894 _| [VOTERS : 43468 _| 43468 POLL PERCENTAGE 64. [POLL PERCENTAGE : 64.98% | VALID | VALID VOTES: _ 40828 40828 


Constituency : 47. BALLABHGARH 
1. T.RAM M_ INC 15308 36.95% 
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No. CANDIDATE 


2. §. SINGH 
3. R. SINGH 
4. B. BHAN 


ELECTORS : 61061 VOTERS _: 43386 


Constituency : 


48. PALWAL 


1. DHAN SINGH 
2. M. CHAND 
3. R. MEHTA 
4. D. PARKASH 
5. B. RAM 


SEX 


POLL PERCENTAGE : 


ZEEEEZEE 


PARTY 


IND 
BJS 
IND 


71.05% 


IND 
BJS 

INC 
IND 
IND 


VOTES 


12906 
7343 
5873 


% 


31.15% 
17.72% 
14.18% 


VALID VOTES : 41430 


11374 
11012 
10843 
5825 
3411 


26.78% 
25.93% 
25.53% 
13.72% 

8.03% 


ELECTORS : 60436 VOTERS : 44728 POLL PERCENTAGE : 74.01% VALID VOTES : 42465 


Constituency : 


1. G.LAL 

2. M. SINGH 

3. M. SINGH 

4. CHIRANJILAL 
5. GHASI 

6. PURANLAL 

7. HARKISHAN 
8. K. SINGH 


49. HASSANPUR (SC) 


ZSSSS8 E552 2S 


IND 
INC 
BJS 

IND 
RPI 
IND 
IND 


10458 
10098 
6574 
4713 
2331 
1328 
1097 
342 


28.31% 
27.34% 
17.80% 
12.76% 
6.31% 
3.59% 
2.97% 
0.93% 


ELECTORS: _57183 _| 57183 VOTERS : [VOTERS : 39326 _| [POLL PERCENTAGE : 68.77% | PERCENTAGE 68.77% VALID VOTES : | VALID VOTES: _36941| 


Constituency : 


1. D. MOHAMMAD 
2. T. HUISAIN 


50- FEROZPUR JHIRKA 


INC 


19040 
17160 


52.60% 
47.40% 


ELECTORS: _ 53848 _| 53848 [VOTERS : 37802 _| 37802 [POLL PERCENTAGE : _70.20%| PERCENTAGE 70.20% VALID | VALID VOTES: __ 36200] 36200 


Constituency : 


1. NUH 
1. R. KHAN 

2. K. AHMED 
3. K. SINGH 


BJS 


15212 
14171 
7274 


41.50% 
38.66% 
19.84% 


ELECTORS: _ 55256 _| 55256 VOTERS : [VOTERS : 39074 _| [POLL PERCENTAGE : _70.71%| PERCENTAGE 70.71% VALID | VALID VOTES: _ 36657] 36657 


Constituency : 


52- HATHIN 


1. D. SINGH 
2. R. SINGH 
3. W. MOHAMMAD 
4. O. SINGH 


ELECTORS : 56915 VOTERS : 38460 


Constituency : 


53- SOHNA 


1. M. SINGH 
2. B. DAYAL 
3. R.LALL 
4. B.D. HANS 
5. R.CHAND 
6. A. SINGH 


ZEEE 


POLL PERCENTAGE : 


ZEEEEEE 


INC 
IND 
IND 
SWA 


67.57% 


IND 
INC 
IND 
BJS 

IND 
IND 


17921 
9190 
8001 

599 


50.18% 
25.73% 
22.40% 

1.68% 


VALID VOTES : 35711 


15733 
13051 
5559 
2683 
1752 
277 


40.28% 
33.42% 
14.23% 
6.87% 
4.49% 
0.71% 


ELECTORS : 60500 VOTERS : 41573 POLL PERCENTAGE : 68.72% VALID VOTES : 39055 


Constituency : 
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No. CANDIDATE SEX PARTY VOTES % 


1. P.S. THAPRAN M~ BJS 20792 52.82% 
2. K.L. PASWAL M INC 16567 42.09% 
3. R. SARUP M_~ RPI 1001 2.54% 
4. S.RAM M IND 548 1.39% 
5. B. AGGARWAL M IND 454 1.15% 


ELECTORS : ELECTORS: __ 56569 _| [VOTERS : 41411 _| 41411 [POLL PERCENTAGE : _73.20%| PERCENTAGE 73.20% VALID VOTES : | VALID VOTES: _39362| 


Constituency : 55.PATAUDI 


1. B. SINGH M_ INC 22517 50.25% 
2. S.RAM M_ IND 21531 48.05% 
3. P. MAL RPI 764 1.70% 


IELECTORS: _58613_| 58613 [VOTERS : 46612 _| 46612 POLL PERCENTAGE [POLL PERCENTAGE : 79.53% | 53% VALID | VALID VOTES: _44812| 44812 


Constituency : 56.REWARI 


1. S. DEVI F INC 18474 56.00% 
2. A. SINGH M~ BJS 13108 39.73% 
3. B. DASS M~ CPI 1009 3.06% 
4. V. PARKASH M IND 399 1.21% 


ELECTORS: _ 48855 _| 48855 [VOTERS : 34422 _| 34422 [POLL PERCENTAGE : 70.46% | PERCENTAGE 70.46% VALID VOTES : | VALID VOTES: _32990] 


Constituency : 57. BAWAL (SC) 


1. K. LAL M_ IND 8227 29.08% 
2. R. PARSHAD M IND 7739 27.35% 
3. H. LAL M INC 7314 25.85% 
4. M.RAM M IND 1816 6.42% 
5. S.RAM M_ IND 1083 3.83% 
6. M. LAL M_ IND 889 3.14% 
7. B. SEN M~ BJS 806 2.85% 
8. BADRI M_ IND 421 1.49% 


ELECTORS : 52755 VOTERS : 30661 POLL PERCENTAGE : 58.12% VALID VOTES : 28295 


Constituency : 58. JATUSANA 


1. J. SINGH M IND 18443 48.48% 
2. N. SINGH M_ INC 16742 44.01% 
3. BANWARI M_ IND 1835 4.82% 
4. S.LAL M IND 708 1.86% 
5. S.LAL M IND 312 0.82% 


ELECTORS : 59671 VOTERS : 39914 POLL PERCENTAGE : 66.89% VALID VOTES : 38040 


Constituency : 59. ATELI 


1. N. SINGH M_ INC 17607 48.78% 
2. R. JIWAN MIND 16640 46.10% 
3. PARSHADA IND 1851 5.13% 


ELECTORS : ELECTORS: _ 56497 _| [VOTERS : 37868 _| 37868 [POLL PERCENTAGE : _67.03%| PERCENTAGE 67.03% VALID VOTES : | VALID VOTES: _36098| 


Constituency : 60.-NARNAUL 


1. B. LAL M~ BJS 10330 32.43% 
2. R. S.C. MITTAL M_ INC 9776 30.69% 
3. S. MANDAN M IND 5887 18.48% 
4. D. PAL M _— SSP 5066 15.90% 
5. C. PARKASH M_ IND 458 1.44% 
6. H. SINGH M IND 336 1.05% 
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No. CANDIDATE 


SEX PARTY 


VOTES 


% 


ELECTORS : 51026 VOTERS : 33557 POLL PERCENTAGE : 65.76% VALID VOTES : 31853 


Constituency : 61- MAHENDRAGARH 


H. SINGH 
R. SINGH 
M. SINGH 
R. GOPAL 
H. RAM 


nA WN 


ELECTORS : 53230 VOTERS : 34804 


Constituency : 62. KANINA 


1. D. SINGH 
2. B. DHAR 
3. H. SINGH 
4. ONKAR 


ZEEZEEEE 


ZEEE 


IND 
IND 
INC 
BJS 

IND 


IND 
INC 
SSP 

IND 


9558 
8636 
8472 
4229 
2012 


17381 
12236 


1014 
335 


29.05% 
26.24% 
25.75% 
12.85% 

6.11% 


POLL PERCENTAGE : 65.38% VALID VOTES : 32907 


56.13% 
39.51% 
3.27% 
1.08% 


ELECTORS : 50134 VOTERS : 32482 POLL PERCENTAGE : 64.79% VALID VOTES : 30966 


Constituency : 63.BADHRA 


1. A. SINGH 

2. CHANDRAWATI 
3. A. SINGH 

4. D. SINGH 

5. D. RAM 

6. B.RAM 

7. HARPHUL 


ZEEEEZETME 


IND 
IND 


15003 


9635 
5068 
4539 
3132 
2844 

190 


37.13% 
23.84% 
12.54% 
11.23% 
7.715% 
7.04% 
0.47% 


ELECTORS : 60089 VOTERS : 42028 POLL PERCENTAGE : 69.94% VALID VOTES : 40411 


Constituency : 64. DADRI (SC) 


G. RAI 
H. SINGH 
L. RAM 
PARBHU 
J. RAI 

T. RAM 
S. RAM 
M. DIN 


oA An fF WN 


ZFZEEEE EEE 


IND 
59% 


13782 
12400 
4715 
2491 
700 
531 
524 
471 


38.70% 
34.82% 
13.24% 
6.99% 
1.97% 
1.49% 
1.47% 
1.32% 


ELECTORS : 55089 VOTERS : 37785 POLL PERCENTAGE : 68 VALID VOTES : 35614 


Constituency : 65. LOHARU 


1. H.NAND 
2. T. RAM 
3. C. BHAN 
4. JUGLAL 
5. KANHIYA 


ZEEEEE 


INC 
SSP 

IND 
IND 
IND 


16240 
13111 
2646 
2269 
1197 


45.79% 
36.97% 
7.46% 
6.40% 
3.38% 


ELECTORS : 53822 VOTERS : 37218 POLL PERCENTAGE : 69.15% VALID VOTES : 35463 


Constituency : 66. TOSHAM 


1. B. LAL 

2. M.R.D.RAM 
3. J. SINGH 

4. S. KUMAR 

5. SULTAN 
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ZEEEESE 


INC 
SSP 

IND 
IND 
IND 


11511 
6142 
5758 
3732 
2766 


33.98% 
18.13% 
17.00% 
11.02% 

8.17% 


No. CANDIDATE SEX PARTY VOTES % 


6. S.RAM M IND 1743 5.15% 
7. A.RAM M_ IND 1160 3.42% 
8. H. NARAIN M_ IND 402 1.19% 
9. D. DUTT M_ IND 210 0.62% 
10. PARBHATI M IND 208 0.61% 
11. G.RAM M_ IND 129 0.38% 
12. M.RAM M_ IND 114 0.34% 


ELECTORS : 52278 VOTERS : 35926 POLL PERCENTAGE : 68.72% VALID VOTES : 33875 
Constituency : 67. BHIWANI 


1. B. DEV M~ BJS 17591 49.74% 
2. S.RAM M INC 13423 37.96% 
3. M. SINGH M~ CPI 2147 6.07% 
4. P.NAND M _ SSP 1041 2.94% 
5. S. SINGH M_~ RPI 476 1.35% 
6. B. RAM M_ IND 324 0.92% 
7. P. SINGH M_ IND 280 0.79% 
8. H. SINGH M IND 47 0.13% 
9. G.R. A. GOLIWALA M_ IND 35 0.10% 


ELECTORS : 50480 VOTERS : 36647 POLL PERCENTAGE : 72.60%] [VALID VOTES : 35364 
Constituency : 68. MUNDHAL KHURD 


1. J. SINGH M_ IND 11163 32.00% 
2. §. SINGH M_ INC 9985 28.62% 
3. D. SINGH M IND 5013 14.37% 
4. R. SINGH M _— SSP 3048 8.74% 
5. S.RAM M_ IND 2794 8.01% 
6. K. SINGH M_ IND 1118 3.20% 
7. S. SINGH M IND 639 1.83% 
8. B. LAL M_ IND 526 1.51% 
9. D. CHAND M IND 427 1.22% 
10. H. SINGH M IND 172 0.49% 


ELECTORS : 49067 VOTERS : 36778 POLL PERCENTAGE : 74.95% VALID VOTES : 34885 
Constituency : 69. NARNAUND 


1. R. DATT M_ INC 13417 35.03% 
2. J. SINGH M IND 10391 27.13% 
3. V. SINGH M_ BJS 5952 15.54% 
4. B. NAND M _— SSP 4581 11.96% 
6. L. SINGH M IND 1402 3.66% 
5. H. SINGH M IND 1402 3.66% 
7. B. SINGH M CPM 746 1.95% 
8. R. SINGH M IN 411 1.07% 


D 
ELECTORS : 54069 VOTERS : 40529 POLL PERCENTAGE : 74.96% VALID VOTES : 38302 
Constituency : 70. HANSI 


1. H. SINGH M_ INC 16435 43.23% 
2. K. SINGH M_ IND 6771 17.81% 
3. A. CHAND M _— SSP 5179 13.62% 
4. B.RAM M IND 4601 12.10% 
5. R. MAL M~ BJS 4587 12.07% 
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No. CANDIDATE SEX PARTY VOTES % 
6. T.RAM MIND 445 1.17% 
ELECTORS : 52559 VOTERS : 39804 POLL PERCENTAGE : 75.73% VALID VOTES : 38018 


Constituency : 71- BAWANIKHERA (SC) 


1. J. NATH M_ INC 17179 53.72% 
2. F. SINGH M IND 6866 21.47% 
3. CHARANII M __ SSP 3495 10.93% 
4. A.NAND M_ BJS 2851 8.92% 
5. CHANDGI M_ IND 719 2.25% 
6. K.RAM Me RPI 503 1.57% 
7. M.RAM M CPM 230 0.72% 
8. R. LAL M IND 136 0.43% 


ELECTORS : 51851 VOTERS _: 34181 POLL PERCENTAGE : 65.92% VALID VOTES : 31979 


Constituency : 72. ADAMPUR 


1. H. SINGH M_ INC 16955 43.41% 
2. R. SINGH M IND 16704 42.77% 
3. N. RAM M __ SSP 2V72 5.56% 
4. S.BHAN M SWA 2040 5.22% 
5. P. SINGH M_ IND 529 1.35% 
6. SHANKAR M_ IND 238 0.61% 
7. MANI RAM M_ IND 221 0.57% 
8. I. SAIN M_ IND 200 0.51% 


ELECTORS : 54341 VOTERS : 40396 POLL PERCENTAGE : 74.34% VALID VOTES : 39059 


Constituency : 73.HISSAR 


1. §. LATA M_ INC 11285 31.55% 
2. B. RAI M_ IND 11061 30.93% 
3. M.RAM M __ SSP 5446 15.23% 
4. R. KUMAR M_ BJS 5335 14.92% 
5. R. SINGH M IND 1680 4.70% 
6. P. SINGH M IND 602 1.68% 
7. R. KISHAN M_ IND 247 0.69% 
8. F. CHAND MIND 111 0.31% 


ELECTORS : 54195 VOTERS : 37803 POLL PERCENTAGE : 69.75% VALID VOTES : 35767 


Constituency : 74. BARWALA (SC) 


1. P. SINGH M INC 19936 53.75% 
2. A. SINGH M SSP 13423 36.19% 
3. S.DASS M IND 2690 7.25% 
4. K. SINGH M IND 723 1.95% 
5. S.RAM M IND 321 0.87% 
ELECTORS : 54215 VOTERS : 38725 POLL PERCENTAGE : 71.43% VALID VOTES : 37093 
Constituency : 75.TOHANA 
1. H. SINGH M INC 19196 51.90% 
2. §. SINGH M SSP 13534 36.59% 
3. M. SINGH M IND 2602 7.04% 
4. J.RAM M IND 1653 4.47% 


ELECTORS : 56174 VOTERS : 39364 POLL PERCENTAGE : 70.08% VALID VOTES : 36985 
Constituency : 76. FATEHABAD 
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1 
2 
3 
4. 
5 
6 
7 


Constituency : 


1, 
2%, 
3h 
4. 
ay 


ELECTORS : 54040 VOTERS : 42211 


Constituency : 


1 
2 
of 
4 


CANDIDATE 


. G. RAI 
. M.RAM 
. B. SINGH 


K. RAM 


. N. DASS 
. MANOHAR 
. K.RAM 


ELECTORS : 62481 


77- BADOPAL 


M. RAM 

C. LAL 

S. BAKHSH 
R. SWARUP 
S. KARAN 


78-SIRSA 


. L. DASS 
. S.RAM 


S. LAL 


. M. PARTAP 


SEX 


ZS SEEREE 


ZEEEEE 


POLL PERCENTAGE : 


ZEEE 


PARTY 


INC 
IND 
IND 
BJS 

CPI 
RPI 
IND 


INC 
IND 
RPI 
PSP 
IND 


78.11% 


BJS 
INC 
SSP 
IND 


VOTES 


22830 
9660 
8422 
1253 
1069 

362 
234 


27034 
9289 
3346 

854 
461 


% 


52.09% 
22.04% 
19.22% 
2.86% 
2.44% 
0.83% 
0.53% 


VOTERS : 46174 POLL PERCENTAGE : 73.90% VALID VOTES : 43830 


65.96% 
22.66% 
8.16% 
2.08% 
1.12% 


VALID VOTES : 40984 


18805 
13738 
2539 
1612 


51.25% 
37.44% 
6.92% 
4.39% 


ELECTORS : 54570 VOTERS : 38077 POLL PERCENTAGE : 69.78% VALID VOTES : 36694 


Constituency : 79. RORI 
1. P.S. DASS M INC 18432 43.51% 
2. D. SINGH M IND 15260 36.02% 
3. K. RAM M IND 8669 20.46% 
ELECTORS : 62735 VOTERS : 44024 POLL PERCENTAGE : 70.17% VALID VOTES : 42361 


Constituency : 


1 

2: 
3. 
4. 
5. 


ELECTORS : 53928 


80- DABWALI (SC) 


. K.RAM 


P. CHANDER 
M. RAM 

D. SINGH 
BEGAN 


TEEEE 


INC 
IND 
PSP 
IND 
IND 


15221 
14351 
1502 
1243 
483 


46.41% 
43.75% 
4.58% 
3.79% 
1.47% 


VOTERS : 34947 POLL PERCENTAGE : 64.80% VALID VOTES : 32800 


Constituency : 81.EKLLENABAD 
1. P. SINGH M INC 20208 51.18% 
2. L. CHAND M IND 17561 44.47% 
3. M. RAM M BJS 748 1.89% 
4. B. LAL M IND 668 1.69% 
5. P. SINGH M IND 301 0.76% 


ELECTORS : 56092 VOTERS : 40710 POLL PERCENTAGE : 72.58% VALID VOTES : 39486 
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